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UNCLASSIFIED 

PAGE 01 MEXICO 07558 162332Z 
ACTION ARA-10 

INFO OCT-01 ISO-OO AID-05 OES-07 /023 W 

170618Z 028929/21 

R 162326Z MAY 77 
FM AMEMBASSY MEXICO 
TO SECSTATE WASHDC 2151 

UNCLAS MEXICO 07558 


Message Text 


PASS TO AID/PHA/POP 

E.O. 11652: N/A 

TAGS: SPOP, MX 

SUBJECT: IUD'S: LIPPES LOOPS 

REF: EICHER/DONNELLY TELCON, MAY 16, 1977. 

1 . RECENT PERSONNEL CHANGES IN IMSS ARE A STEP FURTHER 
IN THE CENTRALIZATION/COORDINATION EFFORTS OF CPF. 

2. FPIA ASSISTANCE TO IMSS TO PROVIDE 300,000 LIPPES 
LOOPS SHOULD NOW BE RECHANNELED THROUGH CPF. 

3. CPF REQUEST IS NOW FOR 500,000 LIPPES LOOPS (300,000 
SIZE C AND 200,000 SIZE D) TO BE DISTRIBUTED AS FOLLOWS: 
IMMS - 300,000; SSA - 150,000; ISSSTE - 50,000. 

4. PLEASE REMIND INTERMEDIARY OF URGENCY OF ARRIVAL IN 
MEXICO ASAP AND THAT SHIPMENT SHOULD BE VIA AIR FREIGHT 
TO CPF. THOMPSON 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: FAMILY PLANNING, BIRTH CONTROL, MEDICAL EQUIPMENT, ORGANIZATION & MANAGEMENT, PROGRAMS (PROJECTS) 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 16-May-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977MEXICO07558 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 74-0591 
Format: TEL 
From: MEXICO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770553/aaaabttm.tel 

Line Count: 45 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 3d1e4693-c288-dd11-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 21 -Jan-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2506507 
Secure: OPEN 
Status: NATIVE 

Subject: IUDYS: LIPPES LOOPS 
TAGS: SPOP, MX, IMSS, CPF, FPIA 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/3d1e4693-c288-dd1 1-92da-001cc4696bcc 
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